Automatic Counters 


DURANT MANUFACTURING CO. 

MILWAUKEE. WIS. 

Manufacturers of Automatic Counters 


SsPradueliiiMtar 




MODEL A 

A strong durable rachet counter easily 
reset, adapted to stamping presses, con¬ 
veyors and other severe uses. Also sup¬ 
plied with alarm bell for special applica¬ 
tions. 

Pkicb, Bach 



MODEL B 

A compact, full-geared, dependable counter with 
outside reset. Brackets are arranged for securing 
to horizontal or vertical surfaces. Lever can be set 
at any position. 


Style 

4 A -1 

5 A -1 

6A-1 


No. of 
Figures 

4 

5 

6 


Counting 
up to 
9999 
99999 
999999 


Size 
Inches 
7 x2Hx\H 
fBVaxlHxlH 
10 


Weight 

Pounds 

3 

4 


With Guard 
Plain and Lock 
$ 8.50 $10.50 

10.00 12.00 

12.00 14.00 


Type 


Size Weight Pwcs 

Inches Pounds Five-fig. Six-fig. 


Standard with outside reset. 3^x2Hx2H 

Standard with outside reset and lock. 3^x2%x2H 

Rotary drive outside reset. 3^x2 H 

Lineal measure attachment. . 


2H 

$10.00 

$12.00 


10.50 

12.50 

2H 

10.00 

12.00 

20.00 




Type Inches 

With outside reset. 4j'4x3x2 

Nonresetting. 4}4x3x2 


MODEL C 

Designed for unusually severe usage. Ab¬ 
solutely rust proof. Particularly adapted 
for use on engines, compressors, scales, coal 
handling machinery, etc. 


Weight 

Pounds Four-fig. 

3H $16.00 

3><i 12.00 


Price 

Five-fig. Six-fig. 
$18.00 $20.00 

14.00 16.00 


MODEL D 

A small compact counter with a sturdy, accurate driving 
mechanism, suitable for a wide variety of uses. 



Type 

Standard with outside reset... . 
Rotary drive with outside reset 
Rotary drive nonresetting. 


Size Weight PsiCB 

Inches Ounces Four-fig. Five-fig. 
2 xl^xlH 8 $8.00 $9.00 

2^x2 x\H 14 9.60 10.80 

- 8.00 9.00 


All prices subject to our regular discounts furnished upon request. 

The Productimeter is made in many different styles and sizes. If none of the models 
shown meet your requirements, write for catalog No. lO describing our complete line. 
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